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Message Text 

UNCLASSIFIED 

PAGE 01 ROME 06708 261942Z 
ACTION SY-05 

INFO OCT-01 ISO-OO EUR-12 /018W 

270409Z 129715/13 

R 261627Z APR 77 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 4185 

UNCLAS ROME 6708 

FOR A/SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: REQUIREMENTS FOR IMPROVING SECURITY AMCONGEN PALERMO 
AND PRINCIPAL OFFICER'S RESIDENCE 

REF : ROME A-66 DATED FEBRUARY 7-9, 1977 

FOLLOWING SENT ACTION ROME FROM PALERMO APR 15 77 
REPEATED TO YOU 

QTE 

UNCLAS PALERMO 0265 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: REQUIREMENTS FOR IMPROVING SECURITY AMCONGEN PALERMO 
AND PRINCIPAL OFFICER'S RESIDENCE. 

REF : ROME A-66 DTD FEBRUARY 7-9, 1977 

1 . FOLLOWING ITEMS ARE NEEDED PER REFERENCED AIRGRAM: 

A. NINE STEEL-COVERED DOORS, EIGHT FOR CONSOLIDATED 
CITIZENSHIP SECTION AND ONE FOR OFFICIAL RESIDENCE SAFE ROOM. 

(SIX WITH ELECTRIC OPENING DEVICES), DOLS. 3,608. 
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B. ELEVEN 0.6 CM.-THICK STEEL PLATES FROM 3.5 TO 7 FEET WIDE 
AND 3.5 FEET HIGH, TO PROTECT AREAS UNDER BULLET PROOF GLASS, 
DOLS. 1,015. 

C. TEN PIECES OF BULLETPROOF GLASS AS FOLLOWS: 
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- TWO AT 3.5 FEET WIDE (PROJECT 7 FEET WIDE HAD TO BE DIVIDED 
IN TWO TO IMMOVABLE MAIN WATER PIPE). 

- THREE AT 4 FEET WIDE 

- THREE AT 6 FEET WIDE 

- ONE AT 7 FEET WIDE 

- ONE AT 6.8 FEET WIDE (CUT DOWN FROM PROJECTED 11 FEET) 

DOLS. 2,611. NOTE: ELEVENTH PIECE OF GLASS WILL BE BROUGHT 
UPSTAIRS FROM GROUND FLOOR. 

D. ELEVEN GOLD-ANODIZED ALUMINUM FRAMES OVER STEEL SUPPORT 
FRAME FOR BULLETPROOF GLASS ABOVE, PLUS EIGHT METAL SLOTS 
THROUGH WHICH TO PASS LETTERS (THREE WINDOWS ARE FOR SECURITY 
CONTROL BUT NOT CONSULAR SERVICES), DOLS. 1,297. 

E. TWO INTERCOM UNITS, EACH WITH FACE-TO-FACE AND ONE 
NEARBY POINT CAPABILITY, FOR USE BY TWO CONSULAR RECEPTIONISTS, 
DOLS. 420. 

F. THIRTEEN INTERCOM UNITS FOR FACE-TO-FACE COMMUNICATION 
THROUGH ABOVE BULLETPROOF GLASS, DOLS. 2,023. 

G. INSTALLATION OF ALL ABOVE INTERCOMS, DOLS. 170. 

H. EIGHT-FOOT LONG L-SHAPED GRILLWORK TWO FEET HIGH TO COVER 
OPEN AREA BETWEEN TOP OF PARTIAL WALL AND CEILING, DOLS. 430. 
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2. ABOVE REQUIREMENTS CONSTITUTE AN INTEGRATED PACKAGE, TOTAL 
DOLLARS 1 1,574. REQUEST EMBASSY CLEAR THIS REQUEST AND/OR 
FORWARD TO DEPARTMENT AS APPROPRIATE.COLLINS 
UNQTE.GARDNER 


UNCLASSIFIED 


NNN 
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